MONUMENT  RECORD 
State  of  Indiana  -  County  of  Monroe 

Section:  30  Township:  9  North  Range:  1  West  Corner  ID:  Blm  A- 19 

Monument  Description  &  Remarks:  5/8"  Rebar  with  cap,  "GRAHAM".  Survey  Sign  above 
ground  at  pt.  A 

References  On  File:  Raymond  Graham  survey,  Marie  Abram  (2000),  on  file  in  Recorder 
Office  IN#2000005975 


RECOVERY  TIE  DRAWING 

Field  Book  32  Page  No.  37 


A  -  5/8"  Rebar  with  cap 
B  -  S  02°  W  6.33'  to  MAG 
nail  in  14"  Buckeye  Tree 

C  -  N  87°  W  45.25'  to  8"  penny 
nail  in  13"  power  line  pole 
D  -  N  04°  E  14.28'  to  MAG 
nail  in  12"  Black  Walnut 

E- SOI  °W  26.5’ to  5/8" 

Rebar,  twp  offset  comer 


Compass  Bearing  Magnetic  North 
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